RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-802B So. | 861-0802B 
DESCRIPTION 


FIELD STRENGTH METER 
DATE PC BOARD 
MFJ ENTERPRISES, INC. 
027187001 8028-01300 INDUSTRIAL PARK RD 
eal K. BUSH| STARKVILLE, MS 39759 


